To:  Mitsakopoulos,  Greg[mitsakopoulos. greg@epa.gov];  R3  ESC-LTIG 

LIMS[R3_ESCLTIG_LIMS@epa.gov] 

Cc:  Bourbon,  John[bourbon.john@epa.gov] 

From:  Santacroce,  Gregory 

Sent:  Tue  8/1 1/201 5 1 1 :36:57  AM 

Subject:  RE:  Promium  LIMS  and  Scribe 

R2Scribe  1506044  P-1506044  RECREATE  06  Aug  15  1021.xls 

1506044  P-1506044  RECREATE.txt 

Gregory  J Santacroce.vcf 


Good  morning,  Greg- 


The  Scribe  files  attached  are  what  R2  creates  at  this  time.  The  R2Scribe  file  is  one  developed 
here  using  EDD  builder  in  Element.  The  second  text  file  is  produced  if  you  use  the  EPA  Scribe 
report  that  comes  packaged  with  Element.  Really  comes  down  to  what  is  needed  in  the  data 
exchange.  Scribe  can  upload  several  data  types,  and  whatever  number  of  fields  you  need  for 
analytical  information.  We  use  the  R2Scribe  EDD  all  the  time  for  our  clients. 


Guessing  coming  to  a file  format  consensus  might  be  a consideration  to  streamline  data  to  R8. 
Then,  we  can  all  produce  the  same  format  for  their  needs. 


Regards, 


Gregory  i.  Santacroce 

US  EPA  Region  U 

Section  Chief,  OICS  DE5A  Lab 

1732}  906-6994  Work 
(732}  906-6165  F a < 
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Edison.  New  Jersey  08837 
santaeroce.gregoiy@epa.gov  IM 

From:  Mitsakopoulos,  Greg 
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Sent:  Monday,  August  10,  2015  5:18  PM 

To:  R3  ESC-LTIG  1 LIMS 

Subject:  Promium  LIMS  and  Scribe 

Dear  LIMS  users- 

By  now  you  may  have  seen  or  read  about  the  accidental  discharge  along  the  Animas  River  in 
Colorado.  Scribe  is  the  requested  data  format  for  the  inter-regional  assistance  project. 

Can  you  get  in  touch  with  me  if  you  have  Promium  LIMS  and  have  used  Scribe? 

Thank  you, 

Greg 

Greg  Mitsakopoulos 
US  EPA  Chicago  Regional  Laboratory 
536  S.  Clark  St.,  ML- 10C 
Chicago,  IL  60605-1509 
(312)353-0377 
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